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Submitter to CDC: Original Submitter; 

r * 

rennessee Department of Health/Lab ; ! 

2101 Medical Center Way ; 

Knoxville, Tennessee 37920-2205 j J 


Patient; Hester, Marie 


Submitter Specimen Identifiers: 

State Health Department N12M0Q0I48 
CDC Outbreak ID: TN-05 


Specimen: Cerebrospinal fluid (CSFJ 

Da te Recei ved; 10/03/2012 
Date Reported: 11/05/2012 

Type of Specimen; Fungal Meningittts Outbreak 2012 

Test Result 

PCR for Exserohilum detection Positive for Exserohiium 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test. This test has not been cleared or approved by the FDA, The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatments assessment of patient health or management. 

Comments: 

PCR for fungal detection is a research test. A negative test does not necessarily rule out a fungal infection. 
This test has not been cleared or approved by the FDA. 


Reviewed by: Mary E. Brandt, Ph.D, 

Fungus Reference Unit 
Phone: 404-639-0281 
Fax: 404-639-3021 
Email: mbb4@cdc.gov 

Revision History: Fmal{l0/l0/2012) 

Confidentiality, security, and integrity of patient data should be maintained in accordance with CLIA and HIPAA. 
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Centers for Disease Control & Prevention 
National Center for Zoonotic, Vector-borne, and Enteric Diseases 
Division of Foodhorne, Bacterial, and Mycotic Diseases 
CLIA ID # 11D0668319 
Fungal Identification 

Report Status: Amended 

CPC Specimen ID: 2013707831 

Submitter to CPC; Original Submitter: 

— - — -- — ■ - 

Tennessee Department of Health ; I 

630 Hart Lane ■ i 

Nashville, Tennessee 37247 0601 ; J 


Pa tien t: H e ste r, Marie Submitter Specim en Iden tifiers : 

State Health Department N12M000149 
CDC Outbreak ID: TN-05 
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Specimen: Cerebrospinal fluid {C5F) 

Date Received: 10/03/2012 
Date Reported: 11/05/2012 

Type of Specimen: Fungal Meningitits Outbreak 2012 

Test Result 

PCR for fungal detection Positive for ExserohMum 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungaJ detection is a research test. This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 


Comments: 

Upon repeat testing, this specimen was shown to be positive for Exserohilum. 


Reviewed by: Mary E. Brandt, Ph.D. 

Fungus Reference Unit 
Phone: 404-639-0281 
Fax: 404-639-3021 
Email: mbb4@cdc.gov 

Revision History: FinaU 10/10/2012] 

Confidentiality, security, and integrity of patient data should be maintained in accordance with CLIA and HIPAA. 
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Centers for Disease Control & Prevention 
National Center for Zoonotic, Vector-borne, and Enteric Diseases 
Division of Foodborne, Bacterial, and Mycotic Diseases 
CLIA ID # 11D066S319 
Fungal Identification 

Report Status: Amended 

CPC Specimen ID: 2013707832 





Submitter to CDC: 

Tennessee Department of Health 
630 Hart Une 

Nashville, Tennessee 37247-0801 


Original Submitter: 

r - 

I Vanderbilt University Medical Center 

i 4605 The Vanderbilt Clink 
; 1301 Medical Center Drive 
| Nashville, Tennessee 37232-5310 


Patient : Hester, Marie 

Submitter Specimen Identifiers: 

Birthrate: 01/23/1934 

State Health Department N12M000150 

Sex: Female 

CDC Outbreak ID: TN-05 


Specimen : Cerebrospinal fluid (CSF) Date sent to CDC: 10/02/2012 

Date Received: 10/03/2012 
Date Reported: 11/05/2012 

Type of Specimen: Fungal Meningitits Outbreak 2012 

lest. Result 

PCR for Exserohilum detection Positive for E*serohilum 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test. This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 


Reviewed by: Mary E. Brandt, Ph.D. 

Fungus Reference Unit 
Phone: 404-639-0281 
Fax: 404-639-3021 
Email: mbb4@cdc.gov 

Revision History: Flnal( 10/ 10/2012 J 

Confidentiality, security, and integrity of patient data should be maintained in accordance with CLIA and HIPAA. 
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